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9203180097 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

EDGAR.J.B. Siemens Nuclear Power Corp. (formerly Advanced Nuclear Fuels Corp &
Exxon Nude. 57FR1194. 92/03/05. Regulatory Publications Branch. 3pp. 60936:059-
60936:061.

9203180101 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.

CROSS.J.E. Portland General Electric Co. 57FR1194. 92/03/12. Regulatory Publica-
tions Branch. 3pp. 60936:062-60936:064.

9203180107 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide
8.7) re instructions for recording & reporting occupational radiation exposure data.
OPEKA.J.F. Northeast Nuclear Energy Co. 56FR65278. 92/03/13. Regulatory Publica-
tions Branch. 2pp. 60936:069-60936:070.

9203180151 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
Recommends change to internal & external exposure considerations during planned
special exposures.

MALINOSKI.J.W. Navy, Dept. of. 57FR937. 92/03/12. Regulatory Publications Branch.
2pp. 60936:206-60936:207.

9203190034 Expresses opinion that conditions of Reg Guide 1.99,Rev 2, Section C.1.3
satisfied & that no addl correction required to compensate for cycle 1 & part of cycle
2 operations w/ T-Cold at 522.5 F.

SLADE.G.B. Consumers Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 4pp. 60990:009-60990:012.

9203190125 Requests NRC approval to utilize ASME Code Case N-498 re alternative
rule for 10-yr hydrostatic pressure testing for Class 1  & 2 sys in inservice insp
program.since code case not currently listed in Reg Guide 1.147.
SKOLDS.J.L South Carolina Electric & Gas Co. 92/03/11. WUNDER.G.F. Document
Control Branch (Document Control Desk). 1p. 60993:358-60993:358.

9203190346 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
POSTON.J.W. Texas A&M Univ., College Station, TX. 57FR937. 92/03/01. Regulatory
Publications Branch. 1p. 61062:131-61062:131.

9203190349 Discusses completion of review of util 15 yr reactor bldg tendon surveil-
lance submitted on 900511.Surveillance performed per TMI-1 tech specs & draft ver-
sion of rev 3 of reg guide 1.35, "Inservice Insp of Underground Tendons."
HERNAN.R.W. Project Directorate I-4. TAG M76803. 92/03/16. BROUGHTON.T.G.
General Public Utilities Corp. - GPU Service Corp. 7pp. 60972:318-60972:324.

9203200245 Notifies of completion of activity in which RHR HX outlet temp instrumenta-
tion was replaced w/environmentally qualified instrumentation on Unit 1 during Fall
1991 refueling outage.Commitments for plant.per RG 1.97 complete.
SCHUSTER.f.K. Commonwealth Edison Co. TAG M57198. 92/03/13. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 61069:289-
61069:289.

9203200314 Forwards SE for PWRs which determine appropriateness for relaxing envi-
ron qualification requirements for accumulator pressure & level instrumentation^ reg
guide 1.97.

HANSEN.A.G. Project Directorate III-3. 92/03/10. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 2pp. 60997:341 -60997:346.

-9203200333    Safety    evaluation    re    PWRs    accumulator    pressure    &    level
instrumentation.Post-accident monitoring of accumulator vol & pressure does not per-
form safety function.Category 3 qualification of instrumentation acceptable.
* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 92/03/10.
4pp. 60997:343-60997:346.

9203230015 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
BECK.GJ. Philadelphia Electric Co. 57FR937 00012. 92/03/12. Regulatory Publica-
tions Branch. 2pp. 60984:019-60984:020.

9203230045 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide
8.7)  re  instructions  for  recording  &   reporting   occupational  radiation  exposure
data.Objects to requirement to rept intake.Believes intake not regulated quantity.
BRONSON.F. Affiliation Not Assigned. 56FR65279 00024. 92/03/06. Regulatory Pub-
lications Branch. 2pp. 60984:087-60984:088.

9203230093 Comment on draft reg guide task DG-8011 re radiation dose levels to
embryo & fetus.

SHABASON.L Pennsylvania Hosp., Philadelphia, PA. 57FR937. 92/03/10. Regulatory
Publications Branch. 1p. 60984:259-60984:259.

9203230096 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam-
pling in workplace.

TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 56FR52078. 92/03/16. Regulatory Publications Branch. 16pp.
60984:268-60984:283.

9203230113 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.Believes that language in Section D, Implementation.infers that use of
alternate techniques to calculate dose directly prohibited w/o prior approval.
BRONSON.F. Affiliation Not Assigned. 57FR1194 00017. 92/03/06. Regulatory Publi-
cations Branch. 2pp. 60984:293-60984:294.

9203230154 Comment on task DG-8010, "Criteria for Monitoring & Methods for Summa-
tion of Internal & External Occupational Doses."

RHODES,W.G. Arthur D. Little, Inc. 57FR7942. 92/03/12. Regulatory Publications
Branch. 2pp. 60985:006-60985:007.

9203230157 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement & draft reg guide DG-8008, "Planned Special Exposures."
BECK.GJ. Philadelphia Electric Co. 57FR1194 00018. 92/03/12. Regulatory Publica-
tions Branch. 2pp. 60985:008-60985:009.

9203230159 Comment on task DG-1022, "Emergency Planning & Preparedness for Nu-
clear Power Plants."

FUOTO.J.S. Environmental & Energy Systems.inc. 57FR9462. 92/03/17. Regulatory
Publications Branch. 1p. 60985:010-60985:010.

9203230177 Advises that util has implemented 10CFR73.56 including all elements of
RG5.66.

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. BVY 92-33. 92/03/16. Docu-
ment Control Branch (Document Control Desk). 1p. 61082:346-61082:346.

9203230278 Paper entitled, "Regulatory Guidance for License Renewal," to be present-
ed at ANS embedded topical on plant license renewal in Orlando.FL on 910602-06.
THOMAJ.O. Office of Nuclear Reactor Regulation, Director (Post 870411).
55FR29043. 91/06/02. 5pp. 61058:043-61058:047.

9203240160 Forwards changes to security training & qualification plan. Changes reflect
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June
1991 ).Changes withheld.

HAIRSTON.W.G. Georgia Power Co. HL-2118. 92/03/18. Document Control Branch
(Document Control Desk). 2pp. 61107:353-61107:354.

9203250309 Forwards SE re PWRs accumulator pressure & level instrumentation & re-
laxation of reg guide 1.97 environ qualification requirements.No operator action based
on post- accident instrumentation & does not perform safety function.
KOKAJKO.LE. Project Directorate V. GL-82-33. 92/03/17. CROSS.J.E. Portland Gen-
eral Electric Co. 4pp. 61092:330-61092:335.

9203260185 Forwards Rev 28 to security plan.including commitment to implement all
elements of Reg Guide 5.66, "Access Authorization Program for Nuclear Power
Plants." Rev withheld (ref 10CFR73.21).

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 1p. 61129:234-61129:234.

9203270225 Forwards Amend 94 to License NPF-29 & safety evaluation. Amend re-
places License Condition 2.C(36),Attachment 1 .Item (c)(4) which requires implementa-
tion of requirements of Reg Guide 1.97 for flux monitoring prior to startup.
O'CONNOR.P.W. Project Directorate IV-1. TAG M79849. 92/03/23. COTTLE.W.T. En-
tergy Operations, Inc. 3pp. 61202:304-61202:314.

-9203270227    Amend    94    to     License    NPF-29/eplacing     License    Condition
2.C(36),Attachment l.ltem (c)(4) which requires implementation of requirements of
Reg Guide 1.97 for flux monitoring prior to startup.
LARKINS.J.T. Project Directorate IV-1. 92/03/23. 4pp. 61202:307-61202:310.

9203300054 Comment on proposed rule 10CFR51 re "Environ Review for Renewal of
OL," also endorsing NUMARC comments.

SCHNELL.D.F. Union Electric Co. 56FR47016 00107. 92/03/18. CHILK.S.J. Office of
the Secretary of the Commission. 4pp. 61110:267-61110:270.

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5, respectively &
safety evaluation.Amends eliminate discrepancies between plant TSs & reg guide
1.108 & conforms to requirements in generic Itr 84-15.

JABBOUR.K.N. Project Directorate II-3. TAG M75816. 92/03/20. HAIRSTON.W.G.
Georgia Power Co. 4pp. 61168:110-61168:155.

-9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5,respectively, eliminating
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in
generic Itr 84-15.

MATTHEWS.D.B. Project Directorate II-3. NPF-05 A 119. 92/03/20. 26pp. 61168:114-
61168:139.

9203310307 Summary of 911218 meeting w/util in Rockville.MD re RG 1.97 issues ap-
plicable to facility.

ROOD.H. Project Directorate V. TAG M79787. 92/03/11. Project Directorate V. 25pp.
61195:263-61195:285.
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9203020031 Forwards translated Russian repts.

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/
03/02. Document Control Branch (Document Control Desk). 1p. 60780:088-
60781:123.

-9203020061 RG-3 1.6 "Radiation Embrittlement of Anti-Corrosion Cladding."
BADANIN, V.I., IGNATOV.V.A., KURSEVICH.I.P. Union of Soviet Socialist Republics.
JCCCNRS WG-3. 91/10/12. 40pp. 60780:089-60780:128.

-9203020073 RG-3-10/91-1.3 "Data Base 'KORPUS-2' for Matls of WER Reactor Ves-
sels."

AMAYEV.A.D., DOBROMYSLOV.K,, KRYUKOV.A.M. Union of Soviet Socialist Repub-
lics. 2584. 91/10/31.103pp. 60780:129-60780:231.

-9203020092 WG-3 1.7 "Appraisal of Radiation Embrittlement of Matls of Reactor
Vessel in Unit I of Novovoronezh Atomic Power Plant Based on Various Types of
Tests."

AMAYEV.A.D., KARPIY.M.E., MOROZOV.A.M. Union of Soviet Socialist Republics.
JCCCNRS WG-3. 91/10/12. 40pp. 60780:232-60780:271.

-9203020098 RG-3 10/91-1.9 "Dependence of Radiation Resistance of WER Reactor
Vessel Matls on Content of Phosphorus.Cooper & Nickel."
AMAYEV.A.D., KRYUKOV.A.M., SOKOLOV.M.A. Union of Soviet Socialist Republics.

2590.  91/10/22. 46pp. 60780:272-60780:328.

-9203020107 RG-3-10/91,1.13 "Dependence of Radiation Embrittlement of Reactor
Vessel Matls on Flux of Fast Neutrons."
AMAYEV.A.D., VIKHROV.V.I., KRYUKOV.A.M. Union of Soviet Socialist Republics.

2591.  91/10/22. 36pp. 60780:329-60781:004.

-9203020129 RG-3-10/91-2.2 "Radiation Embrittlement of Vessel & Support Structures
& Vessel Annealing."

ZARITSKIY.S.M. Union of Soviet Socialist Republics. 2592. 91/10/26. 19pp.
60781:005-60781:023.

-9203020138 RG-3-10/91-4.2 "Results of Brittle Fracture Tests on Large Samples &
Wide Slabs."
KARZOV.G.P., ANIKOVSKII.V.V., TIMOFEEV.V.T. Union of Soviet Socialist Republics.

2594.  91/10/12. 25pp. 60781:024-60781:048.

-9203020143 RG-3-10/91-4.2 "Test Results on Thermal Shock on Pressurized Ves-
sels."
BLYUMIN.AA, KARZOV.G.P., TIMOFEYEV.B.T. Union of Soviet Socialist Republics.

2595.  91/10/12. 43pp. 60781:049-60781:091.se to listed questions re US qualified level
